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UNITED STATES INTELLIGENCE BOARD 


MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 
SUBJ ECT : United States Foreign Intelligence Objectives 


REFERENCES : a. USIB-D-25.1/6, 13 June 1963 
b. [fr === = = | nited States Foreign 25X11 
Intelligence Objectives, 17 June 1963 
c. USIB-M-276, 26 June 1963, items 4 and 10 


1. The USIB, in reference c., subparagraph 10.b. (2) (d), 
assigned to the PNIO Review Committee responsibility to submit to 
the Board recommendations with respect to Objective 5 of reference 
b. for consideration in conjunction with USIB consideration of 
reference a. 


2. Objective 5 of reference b. is implicit in reference a., par- 
ticularly in the reference to in the Quarterly 25X1 
Supplement" on page 19 of reference a. The PNIO Review Committee 
recommends that the matter be made explicit by adding to that pro- 
vision of reference a. the following underlined adaptation of the language 
of Objective 5, so that paragraph 2 on page 19 would read: 
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3. The above recommendation by the PNIO Review Committee 
is circulated herewith for consideration by USIB in connection with 
Item 3 on the agenda of the Board meeting scheduled for Wednesday, 
10 July. 
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